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Swivel Base Milling Machine Vise 


A super-strong vise of flange construction that is an unparalleled value in its size range at only $180.03. The ?4~inch thick steel 
jaws measure wide and 2?V' deep and open 6 inches when in place. There is full length bearing on the ground bar 

j^d machined ways. 

Tl surfaces are ground for extreme accuracy and the work holding surfaces are always held at true right angles or parallel 
to the table. Key slots are provided for attaching the vise rigidly to the machine table. 


There is a large Acme steel screw with replaceable bronze nut. Weight 140 fbs. 



~ Also offers a line of 
smaller milling machine 
vises of comparable 
high quality 


The Master sire has jaws 6!4t" x 2" which open 
SVa” without jaws and 4" with jaws. Weight 90 lbs. 


The Junior size has jaws 4 1 ,4" jc 1 which open 
314" without jaws and 3" with jaws. Weight 40 lbs. 


Send for complete catalog giving prices arid specifications on these quality, low-cosf 1-W Products 




28 SO. ST. CLAIR ST. 
TOLEDO 4, OHIO 










